LATE CITY FINAL 


With his mom in the shower, a 
toddler with a history of playing with 
stove burners ignited the blaze that 
raced through a five-story Bronx 
apartment building, killing 12. It took 
firefighters more than two hours to 
bring the inferno under control. 


12 


Christopher Sadowski 


